REGISTER OF 

CLASSIFICATION DECISIONS 


Title of Publication: 

Code N ame Mata Hari 

Other Known Title: 

Code Name Mata-Hari: The Fountain Of Youth 

Format: 

DVD 

Director/ Author: 

Antonio Adamo 

Producer/Publisher: 

Not Stated 

Country of Origin: 

USA 

Language: 

English 

Applicant: 

The Film and Video Labelling Body Inc. 

Distributor: 

Calvista NZ Ltd 

Classification: 

Objectionable except if the availability of the publication is 
restricted to persons who have attained the age of 18 years. 

Descriptive Note: 

Contains explicit sex scenes. 

Display Conditions: 

Nil 

Date of entry in Register: 

17 March 2006 

Date of direction to issue a label: 

17 March 2006 

OFLCNo: 

600153 


Unexcised version of publication: 



Component 

Running time 

Menu: 

Play 



Scenes 



Extras 


Feature: 

Code Name Mata Hari 

102.40 

Other timed components: 

Giifa / Safe Sex Notices 

1.36 


Behind The Scenes 

9.54 


Extra Scene 

16.15 


Star Stats 

0.40 


Photogallery 

1.12 


Mission Possible 

1.53 


Ass 2 Mouth 

1.25 


Good Things Cum In 3's 

0.59 

Total running time: 


136.34 
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Excisions: 


No Excisions Recommended 


Reasons for excisions: 

Not Applicable 

Summary of reasons 
for classification: 

Not Applicable 
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